





INDEX TO VOLUME LV, 1951 


POWER ENGINEERING 


SUBJECT INDEX 


A star denotes an illustrated article; q, a question answered; PE, an article of the Practical Engineer Section; 
BR, a book review. An index to the names of authors follows the Subject Index. 


A 


Abbott, William Lamont 

Accidents, Sweating and Electrical . PE 

Acidize a Well? How Do You PE 

Ailed the Engine? What PE 

Air Conditioning Unit Saves Time 
and Materials, Insulation of Com 
plete I 

Air-Cooled Steam Condensers Serve 


60 Miles from Water 
Deposits, Moist 


Eunice Plant 
Air Lessens Fireside 
Combustion 
Air Meter for 

New 
A-C Generator Control 


Combustion Control 
PE 

Packaging Im 

roves 

iminum Plants to Require Big Blocks 

of Power, Ne 

AMA Handbook of Wage and Salary 
Administration, The BR 


\ 


Analyses from the Stan ipoint of the 
‘ser, A Study of Cos 
Anti-Strike Laws Declared Invalid 


Publie-U tility 
Application and 
Th 


Measurement of pH 
he Meaning PE 


Architectural Graphic Standards BR 
Ares Across Relay Contacts, Suppres- 
sion of P 


Ash Flows Freely in Insulated Hoppers, 
Fly PE 


Atomic Energy, About 

Atomic Power Plant? What About the 

Automatic Control for Molding Ma- 
chines Ee 


Automatic Cushioning Dashpot 


PE 
Automatic Muller Control PE 


B 


Bites, Transit Legs Steadied by Weighted 
PE 


Baldwin-Westinghouse Gas-Turbine 
Electric Locomotive, Progress Report 


Gall and Roller Bearing Engineering 
BR 
BR 


Basic Electrical Measurements 
Basic Power Plant Figuring 


Basic Reinforced Concrete Design 
Bearing Maintenance Pamphlet 








Dee 
May 


July 





Béaring, Trouble with Motor bees > 
. "Ee 
Bé@erings, He Wants to Know a 
>: PE 
Gas to Fuel 60,000 kw at New 
rless Steel Works. . Oct 
Communism, Kilowatts to Jan 
Trouble Caused by Idler PE Aug 
ilium Dise ontinued in Fluorescent 
mp } facture PE Feb 
Steam- lee ctric Station, Semi-Out- 
or Plant for —40 F Weather: The 
nk Apr 
ees. Hacksaw PE May 
wdown System, Continuous Mar 
Blowdown System, Trouble-Free PE Jan 
Blowdown? What's the Best Way to 
Determine Amount of Boiler PE May 
Aug 
Oct 
Boiler, Control for a Packa, May 
Boiler Feedwater, De- Oiling Conden- 
sate for Apr 
Boiler Feedwater Treatment Injection 
PE Apr 
Boiler Furrface Here? Is the Pressurized June 
Boiler Furnace; How, and How Not, to 
Light Off a PE June 
Boiler Room, Improving Ventilation in 
PE May 
Boiler-Spray Drier Features Ease and 
Economy * Operation, Seagram's 
Combinati Feb 
Boiler Tube Sheet and Shell Repair. PE May 


150 


*76 
69 
100 


*68 


*92 


"74 
*82 


ae ~! Water Treatment Manual for 
Federal Plant Operators, Handbook 





Oct 107 
Boilers, Burning Gas in Modern Power Mar *62 
Boilers, Keep Contaminated Conden- 

sate Out of Your -E Aug “4 
Boils Earlier, Fresh or Boiled Water? 

Which PE June 97 
Bokaro — U. 8. Power Engineering Ex- 

ported to India Oct 64 

Nov 6! 
Bolt Troubles, Stud- PE June *96 
Bolts, Studs; Two saepaned Hints for 

Removing Broken PE Nov *%82 
Bolts, Tightening PE Oct "90 
Break, Give your Motors a PE Nov 2 
Brick and Tile Engineering BR Apr 100 
Brookhaven Reactor, The Dec *70 
Burn the Stuff, Sawdust — How to.PE Feb *92 
Burning Gas in Modern Power Boilers Mar *62 
Burning Sawdust or Waste Wood? How 

Can They Stop Stack Emissions 

When PE Janq 92 
Calculating A-C Power June 63 
Calculations, Pressure Drop Jan *78 

Sept 55 
Capacitors Cut C sts at Shamrock Ho- 

tel PE Aug *89 
Capacitors for Ind ustry BR Feb 120 
Cavitation Down, Keep Pump. Nov *68 
Cedar Falls, More Power for July *56 
Cement Plant, Dual-Fuel Engines 

Power Texas ; Sept *60 
Chambers, Frank A. eos May 110 
Change? Why Did His Power Factor 

PE Janq 92 

Mar 2 

Apr wt 

Chicago's New Ridgeland Station . Jan *70 
Church? What is Best Heating System 

for a PE Janq 92 

Mar 92 

Apr “Wt 

June os 

Chute Rack Stores and Feeds Work.PE Nov *82 
Circuit Anaiysis of A-C Power a 

, ...BR June 108 

Circuits in Electric Engineering -BR June 110 

Clamp, Handy Drilling ee *82 

Clamp, Pipe Welding a *85 
Clean Your Turbine Lubricating Sys- 

tem After Service, How to Aug *itl 
Coal Analyses frem the Standpoint of 

the User, A Study of.. . Feb *68 
Coal and Evaluate [ts Quality, Howto. Nov *56 
Coal and Gas, He Wants Data on Si- 

multaneous Firing of PE Febq 108 

Apr 96 

Coai and Natural Gas, Simultaneous 
Firing of Midwest PE Aug *20 
PE Nov *78 

Coal Burning Gas T + oa Steps Ahead 

Fast in 1950 and 1951 uly *60 
Coal? How Should Smail Piant Store 

and Handle High-Moisture. . PE Febq 108 

June fae) 
Coal in Bunker Increase Fire Danger? 
Will Mixing Sawdust With ...PE Mayq 93 
Aug 93 
July 85 
Coal Logistics; Economic, Social Trends 

Intensify Imports 1ce Feb 118 
Coils Boost Generator Ratings, Inter- 

nally Cooled ov =6(*2 
Coils, Eliminating Water Hammer in 

Heating -E Oct *91 
Cold Affect Oxygen Pressures? How 

Does F ‘ -E July *80 
Colorado River, Los Angeles to Pipe 

Water 10 Miles from Dec 73 
Combustion Air Lessens Fireside De- 

posits, Moist oo +geh een June *73 
Combustion Control, New Air Meter 

for PE Dee *81 
Combustion of Natural Gas, Efficient 

bill see "E June *91 
Combustion Problems, How to ‘Yor 
PE July *77 
Communism, mmpraree Beat Jan *53 
Communication, “ Now Hear Thist* —- 

Modern Power P' lant .. Sept 58 
Communication, Power Pla e Nov 55 
Commutation, Effects of ake Film 

on PE June *86 
Commutation, ‘Maintaining Good D-C 

BEANE cocvccicschsancsecesssceee a SS 


Comparative Tests of Different Fuels 
PE 








Hininibhs ie nth bbe sankh ein E Aug 86 
Compass, Substitute... PE Aug 91 
Compton; Engineering Manpower — 

Nation's No. | Problem, Says Mar *74 
Concrete Structures, Tricks ia Disman- 

tling PE June *86 
Co_crete Wall? How Would You Stop 
Jhis Leak ina E Apr *87 
Condensate Line Corrosion, How We 
Licked Return -PE Nov *82 
Condensate for Boiler Feedwater, De- 
Oiling Apr *62 
Condensate Out of Your Boilers, Kee; 
Contaminated 75 Aug *84 
Condensation Problem? What's Right 
newer to Pipe PE Juneq 98 
Aug wy 
. Oct 4 

Condenser Keep Foundation Low, Side- 

Exhaust Turbine Plus 2-piece -.--. Sept 63 
Condenser Lined with Neoprene PE Oct *85 
Condensers Serve Eunice Plant — 60 

Miles from Wate er, Air-Cooled Steam Oct *68 
Conductor, Larges randed .PE Aug *89 
Conductors, How We Can Reduce the 

fibrations That Damage Transmis- 

sion-Line 2: eae sacs Gee *73 
Connectors for Portable Electrical 

Equipment, Handy . 4 = Apr *92 
C aptoos, Suppression of Ares Across 

eaten PE Aug *90 

Cc eatlancus Blowdown System . Mar 57 

Control, Automatic Muller. ....... PE Aug *88 

Control for a Package Boiler May ‘*66 
Control, Mercury Switches for L iquid 

eve pt 82 
Control; Small Power Plants, Too, Gan 

Afford Good Instrumentation and... June *78 
Control, The Reheat Turbine and Its.. Mar *76 
Control System, Republic’s New Tele- 

master — an Electronic Master Jan *76 
Controls for Small A-C Generators — 

How to Use Them Right, Instru- 

SUOID. OIG . o0 6c gnsvenneesececce uly *70 
Co-ops, New Diesel Plant Serves N-E 

Missouri May *70 
Cc opper and Aluminum Pi ipe ‘and Tub- 

ing? How Do You Space Supports 

‘or °-E Juneq 98 
Cord Reinforcement ....-PE June 97 
Corrosion, ow fe Licked Return 

Condensate Line ..PE Nov *82 
Corrosion — Saves $14,200 a Year, 

Plant Stops Return Line . peanene Aug *104 
Coryea, William A Nov 90 
Cost? — Will Future Steam Power 

SEE < wirind 4wanbeeeed vé-eebeaoen Feb *78 
Costs, OMode is Cut Power Plant Desi June 7 
Could This Happen in Your Plant? PE May ‘*80 
Creek, Tanners Sept *56 
Cross Bars on Wrench Save Fingers.PE Nov *83 
Current in Induction Motors, Decreas- 

ing the Starting widcmeton . Aug *74 
Cushioning Dashpot, Automatic PE Apr *93 
Cycles, Fluorescent Lighting on 25-.PE Jan *82 
Cylinders, Sandbag-Loaded Drum es 

ports Gas PE Apr 92 
Daeuble, Jr., G. A . Jan 106 
Dangerous Tool, The Most. . « PE Oct 4 
Dashpot, Automatic Cushioning PE Apr *93 
Deaerator Heat Balance, Graph Your. Dec *73 
Deaths from Accidental Electric Ghee k 

" PE May 90 
D.E.'s New St. Clair Plant PE Oct 85 
Decreasing and Starting Current in 

Induction Motors Aug *74 
Defective Tool Can Put ‘a Permanent 

Defect in You, A. PE Jan *85 
Defense Handhook Published, Emer- 

Cy » June 104 
De menising Make- “up, ” Waukegan Saves 

Dee *78 
De-t nine Condensate for Boiler Feed- 

water. . Apr *62 
Deposits on Gas Side of Steam Gen- 

erating Units -BR Aug 119 
Deposits, Moist ¢ ‘ombustion Air Les- 

sens Fireside June *73 
Design, Emergency Key .PE May *89 
Design Costs, Models Cut Power Plant June *77 
Design Factors in the Modern Steam 

Generator . Feb *86 
Develo yment ‘During 1950, Electrical. Jan *66 
Diesel Engineers at Texas School. .PE Oct. 85 


December, 1951—POWER ENGINEERING—Chicago, Illinois 











INDEX TO VOLUME LV, 1951 


POWER ENGINEERING 


SUBJECT INDEX 


A star denotes an illustrated article; q, a question answered; PE, an article of the Practical Engineer Section; 
BR, a book review. An index to the names of authors follows the Subject Index. 


A 


Abbott, William Lamont 

Accidents, Sweating and Electrical . PE 

Acidize a Well? How Do You PE 

Ailed the Engine? What PE 

Air Conditioning Unit Saves Time 
and Materials, Insulation of Com 
plete I 

Air-Cooled Steam Condensers Serve 


60 Miles from Water 
Deposits, Moist 


Eunice Plant 
Air Lessens Fireside 
Combustion 
Air Meter for 

New 
A-C Generator Control 


Combustion Control 
PE 

Packaging Im 

roves 

iminum Plants to Require Big Blocks 

of Power, Ne 

AMA Handbook of Wage and Salary 
Administration, The BR 


\ 


Analyses from the Stan ipoint of the 
‘ser, A Study of Cos 
Anti-Strike Laws Declared Invalid 


Publie-U tility 
Application and 
Th 


Measurement of pH 
he Meaning PE 


Architectural Graphic Standards BR 
Ares Across Relay Contacts, Suppres- 
sion of P 


Ash Flows Freely in Insulated Hoppers, 
Fly PE 


Atomic Energy, About 

Atomic Power Plant? What About the 

Automatic Control for Molding Ma- 
chines Ee 


Automatic Cushioning Dashpot 


PE 
Automatic Muller Control PE 


B 


Bites, Transit Legs Steadied by Weighted 
PE 


Baldwin-Westinghouse Gas-Turbine 
Electric Locomotive, Progress Report 


Gall and Roller Bearing Engineering 
BR 
BR 


Basic Electrical Measurements 
Basic Power Plant Figuring 


Basic Reinforced Concrete Design 
Bearing Maintenance Pamphlet 








Dee 
May 


July 





Béaring, Trouble with Motor bees > 
. "Ee 
Bé@erings, He Wants to Know a 
>: PE 
Gas to Fuel 60,000 kw at New 
rless Steel Works. . Oct 
Communism, Kilowatts to Jan 
Trouble Caused by Idler PE Aug 
ilium Dise ontinued in Fluorescent 
mp } facture PE Feb 
Steam- lee ctric Station, Semi-Out- 
or Plant for —40 F Weather: The 
nk Apr 
ees. Hacksaw PE May 
wdown System, Continuous Mar 
Blowdown System, Trouble-Free PE Jan 
Blowdown? What's the Best Way to 
Determine Amount of Boiler PE May 
Aug 
Oct 
Boiler, Control for a Packa, May 
Boiler Feedwater, De- Oiling Conden- 
sate for Apr 
Boiler Feedwater Treatment Injection 
PE Apr 
Boiler Furrface Here? Is the Pressurized June 
Boiler Furnace; How, and How Not, to 
Light Off a PE June 
Boiler Room, Improving Ventilation in 
PE May 
Boiler-Spray Drier Features Ease and 
Economy * Operation, Seagram's 
Combinati Feb 
Boiler Tube Sheet and Shell Repair. PE May 


150 


*76 
69 
100 


*68 


*92 


"74 
*82 


ae ~! Water Treatment Manual for 
Federal Plant Operators, Handbook 





Oct 107 
Boilers, Burning Gas in Modern Power Mar *62 
Boilers, Keep Contaminated Conden- 

sate Out of Your -E Aug “4 
Boils Earlier, Fresh or Boiled Water? 

Which PE June 97 
Bokaro — U. 8. Power Engineering Ex- 

ported to India Oct 64 

Nov 6! 
Bolt Troubles, Stud- PE June *96 
Bolts, Studs; Two saepaned Hints for 

Removing Broken PE Nov *%82 
Bolts, Tightening PE Oct "90 
Break, Give your Motors a PE Nov 2 
Brick and Tile Engineering BR Apr 100 
Brookhaven Reactor, The Dec *70 
Burn the Stuff, Sawdust — How to.PE Feb *92 
Burning Gas in Modern Power Boilers Mar *62 
Burning Sawdust or Waste Wood? How 

Can They Stop Stack Emissions 

When PE Janq 92 
Calculating A-C Power June 63 
Calculations, Pressure Drop Jan *78 

Sept 55 
Capacitors Cut C sts at Shamrock Ho- 

tel PE Aug *89 
Capacitors for Ind ustry BR Feb 120 
Cavitation Down, Keep Pump. Nov *68 
Cedar Falls, More Power for July *56 
Cement Plant, Dual-Fuel Engines 

Power Texas ; Sept *60 
Chambers, Frank A. eos May 110 
Change? Why Did His Power Factor 

PE Janq 92 

Mar 2 

Apr wt 

Chicago's New Ridgeland Station . Jan *70 
Church? What is Best Heating System 

for a PE Janq 92 

Mar 92 

Apr “Wt 

June os 

Chute Rack Stores and Feeds Work.PE Nov *82 
Circuit Anaiysis of A-C Power a 

, ...BR June 108 

Circuits in Electric Engineering -BR June 110 

Clamp, Handy Drilling ee *82 

Clamp, Pipe Welding a *85 
Clean Your Turbine Lubricating Sys- 

tem After Service, How to Aug *itl 
Coal Analyses frem the Standpoint of 

the User, A Study of.. . Feb *68 
Coal and Evaluate [ts Quality, Howto. Nov *56 
Coal and Gas, He Wants Data on Si- 

multaneous Firing of PE Febq 108 

Apr 96 

Coai and Natural Gas, Simultaneous 
Firing of Midwest PE Aug *20 
PE Nov *78 

Coal Burning Gas T + oa Steps Ahead 

Fast in 1950 and 1951 uly *60 
Coal? How Should Smail Piant Store 

and Handle High-Moisture. . PE Febq 108 

June fae) 
Coal in Bunker Increase Fire Danger? 
Will Mixing Sawdust With ...PE Mayq 93 
Aug 93 
July 85 
Coal Logistics; Economic, Social Trends 

Intensify Imports 1ce Feb 118 
Coils Boost Generator Ratings, Inter- 

nally Cooled ov =6(*2 
Coils, Eliminating Water Hammer in 

Heating -E Oct *91 
Cold Affect Oxygen Pressures? How 

Does F ‘ -E July *80 
Colorado River, Los Angeles to Pipe 

Water 10 Miles from Dec 73 
Combustion Air Lessens Fireside De- 

posits, Moist oo +geh een June *73 
Combustion Control, New Air Meter 

for PE Dee *81 
Combustion of Natural Gas, Efficient 

bill see "E June *91 
Combustion Problems, How to ‘Yor 
PE July *77 
Communism, mmpraree Beat Jan *53 
Communication, “ Now Hear Thist* —- 

Modern Power P' lant .. Sept 58 
Communication, Power Pla e Nov 55 
Commutation, Effects of ake Film 

on PE June *86 
Commutation, ‘Maintaining Good D-C 

BEANE cocvccicschsancsecesssceee a SS 


Comparative Tests of Different Fuels 
PE 








Hininibhs ie nth bbe sankh ein E Aug 86 
Compass, Substitute... PE Aug 91 
Compton; Engineering Manpower — 

Nation's No. | Problem, Says Mar *74 
Concrete Structures, Tricks ia Disman- 

tling PE June *86 
Co_crete Wall? How Would You Stop 
Jhis Leak ina E Apr *87 
Condensate Line Corrosion, How We 
Licked Return -PE Nov *82 
Condensate for Boiler Feedwater, De- 
Oiling Apr *62 
Condensate Out of Your Boilers, Kee; 
Contaminated 75 Aug *84 
Condensation Problem? What's Right 
newer to Pipe PE Juneq 98 
Aug wy 
. Oct 4 

Condenser Keep Foundation Low, Side- 

Exhaust Turbine Plus 2-piece -.--. Sept 63 
Condenser Lined with Neoprene PE Oct *85 
Condensers Serve Eunice Plant — 60 

Miles from Wate er, Air-Cooled Steam Oct *68 
Conductor, Larges randed .PE Aug *89 
Conductors, How We Can Reduce the 

fibrations That Damage Transmis- 

sion-Line 2: eae sacs Gee *73 
Connectors for Portable Electrical 

Equipment, Handy . 4 = Apr *92 
C aptoos, Suppression of Ares Across 

eaten PE Aug *90 

Cc eatlancus Blowdown System . Mar 57 

Control, Automatic Muller. ....... PE Aug *88 

Control for a Package Boiler May ‘*66 
Control, Mercury Switches for L iquid 

eve pt 82 
Control; Small Power Plants, Too, Gan 

Afford Good Instrumentation and... June *78 
Control, The Reheat Turbine and Its.. Mar *76 
Control System, Republic’s New Tele- 

master — an Electronic Master Jan *76 
Controls for Small A-C Generators — 

How to Use Them Right, Instru- 

SUOID. OIG . o0 6c gnsvenneesececce uly *70 
Co-ops, New Diesel Plant Serves N-E 

Missouri May *70 
Cc opper and Aluminum Pi ipe ‘and Tub- 

ing? How Do You Space Supports 

‘or °-E Juneq 98 
Cord Reinforcement ....-PE June 97 
Corrosion, ow fe Licked Return 

Condensate Line ..PE Nov *82 
Corrosion — Saves $14,200 a Year, 

Plant Stops Return Line . peanene Aug *104 
Coryea, William A Nov 90 
Cost? — Will Future Steam Power 

SEE < wirind 4wanbeeeed vé-eebeaoen Feb *78 
Costs, OMode is Cut Power Plant Desi June 7 
Could This Happen in Your Plant? PE May ‘*80 
Creek, Tanners Sept *56 
Cross Bars on Wrench Save Fingers.PE Nov *83 
Current in Induction Motors, Decreas- 

ing the Starting widcmeton . Aug *74 
Cushioning Dashpot, Automatic PE Apr *93 
Cycles, Fluorescent Lighting on 25-.PE Jan *82 
Cylinders, Sandbag-Loaded Drum es 

ports Gas PE Apr 92 
Daeuble, Jr., G. A . Jan 106 
Dangerous Tool, The Most. . « PE Oct 4 
Dashpot, Automatic Cushioning PE Apr *93 
Deaerator Heat Balance, Graph Your. Dec *73 
Deaths from Accidental Electric Ghee k 

" PE May 90 
D.E.'s New St. Clair Plant PE Oct 85 
Decreasing and Starting Current in 

Induction Motors Aug *74 
Defective Tool Can Put ‘a Permanent 

Defect in You, A. PE Jan *85 
Defense Handhook Published, Emer- 

Cy » June 104 
De menising Make- “up, ” Waukegan Saves 

Dee *78 
De-t nine Condensate for Boiler Feed- 

water. . Apr *62 
Deposits on Gas Side of Steam Gen- 

erating Units -BR Aug 119 
Deposits, Moist ¢ ‘ombustion Air Les- 

sens Fireside June *73 
Design, Emergency Key .PE May *89 
Design Costs, Models Cut Power Plant June *77 
Design Factors in the Modern Steam 

Generator . Feb *86 
Develo yment ‘During 1950, Electrical. Jan *66 
Diesel Engineers at Texas School. .PE Oct. 85 


December, 1951—POWER ENGINEERING—Chicago, Illinois 





seats 37 9 





Diesel Plant Serves N-E Missouri Co- 
ops, New » 
Diesel Steam for a Laundry..... ‘PE 
Diesels Behind Korea. 
Diesels, Intercooling Supercharged 
Four-eycle 
Diesels Power 
Utility . 
Dimensional ‘Analys sis and T heory_ of 
Models BR 
Dismantiing Concrete Struc tures, 
Tricks in . a. 
Distillation of Sea-Water. 
Dividends, Steam Trap Care Pays PE 
Don't Demag Tubes by Over- Rollin ! 


52- Yr Old Municipal 


Doors, The Mystery of the Open PE 
Drier Features Ease and Economy of 
Operation, Seagram's Combination 
Boiler-Spray ineqe 
Drill Drivers... .. . iam os BR 
Drill, Level Your. . 
Drill Went Backward — 
Already Was! The. .. 
Drilling Clamp, Handy .. PE 
Drop Calculations, Pressure 
Drum Supports Gas ( *ylinders, " Sand- 
bag-Loaded. . PE 
Dual-Fuel Engines “Power Texas Ce- 


ment Plan 


The Driller 
» 


Economic, Social Trends Intensify Im- 
I 


portance of Coal Logistics. . 
Economies of Fuel Gas From Coal.BR 
Edgar Station, 

Aids Operation at... .. ane ee 
Kilath-Sodom for the Production of 

Magnesium, Hydroelectric Plant at. 
E os Up to Snuff, Keep Your Steam 


Electric Shock, Deaths from Accidental 
— 


Electrical Accidents, Sweating and ._PE 
Electrical Development During 1950. . 
Electrical Equipment, Handy Connec- 
tors for Portable .PE 
Electrical Features of Bokaro Station 
Electrical Metermen’s Handbook . .BR 


Electrical Systems, Goc > ; 
Electrical Systems Make Industrial 
Profits, Good. ..... stake PE 
Electricity and the Eye..... PE 
Electro- uminescence — New L ight 
Source — “Sandwich"’ of Light. 


Electromagnet, Rugged Nickel Steel 


Good Pipe Labeling ‘ 


May *70 
Sept *72 

. June *84 
June *68 
Apr *73 
Oct 102 
E June *86 
Feb 67 
Nov *74 

= May *81 

> Aug SU 
Sept *80 
Feb ‘*74 


Oct 107 


PE Nov *83 


PE Nov *86 


Nov *82 
Jan *78 


Apr 92 


. Sept *60 


ar *61 
July 55 
July *87 


- May 90 


Jan 90 
Jan *66 


Apr *92 
Nov *6l 
June 108 

une 63 
Mar *80 


July *79 


Sept *68 


PE June *97 


Electromagnetic Waves and Radiating 
Gymteens. 22. esc cccessseccces 
Electronic Maste sr Control System, Re- 
public’s New Telemaster — an. 
Electrons and Holes in Semiconductors 
Elevators Serve U nderground Steam 
Line, Smal! Electric 
Elk River Steam Plant, Rural Cc ‘oope: ra- 
tive Power Associatic 
Emergency 
BOOBs 6 6 dp bo cerotersendesie 
Eme rgency Key Design. » 
Emergency Socket W rench. . 
Engine? Is the Human Bod 
Engine Run Without C “Body 
tion? Here's An Oldie 
cal Steam é 





a- 
-Can Verti- 
A. 


Engine, Running 95 Years, Still Goi: ig ? 


Strong; Venerable 


E ngine Stresses? Row Should He Figure 2 


OO OOS es scned 
Engine? What “Ailed the. . és 0k 4 
Engineer and Fire Hazard, The. ..PE 
Engineering Formulas and Tables. BR 
Engineering Manpower — Nation's No. 

1 Problem, Says Compton. 





R Sept 100 
. Jan *76 
R June 106 


PE Sept *81 


Dec *64 


104 
*39 
*83 

69 


Defense Handbook Pub-> 


E Mayq 93 


uly 86 
Aug oF 
Sept Ss 
Oct v4 

ov 85 
Aug *33 
Febq 108 
June *94 
July &: 
Oct 102 

far *74 


Engineering Prot ession, Plans ‘for Uni- 


 . ELE Tee Apr 80 
Engineering Standards, Multiple = 
CRED: occanenase BR Sept 103 
Engines, “Sweat-Cooling” of Rocket 
Theis RE eb 116 
Engines Power Texas Cement Plant, 
iH Peo Stsendanbsepet sbea Sept *60 
Essentials in Problem Solving. “BR Nov 90 
Eunice Plant — 60 Miles from Water, 
Air-Cooled Steam Condensers Serve Oct *68 
Ev: —- Its Quality, How to snd Coal 
3064p 00.0 6606800602800 Nov *56 


asks: Leak-Proof Heat. 
Exhaust Steam for Overfire Air ‘Feta? 





Can We Use Oily.............. PE 
Eye, Electricity and iee'* Kas aekauee 
Failures, Unit Heater............ PE 


Pairban: orse; New Steam Plant 
Halves Labor, Cuts Fuel for... . 


end Ba 


July 92 


. June *102 
Hey q 93 
Oct 93 
July *79 
Sept 83 
Oct *74 


Wolsioss Steel Works, B-F Gas to Fuel o 
ct 





50,000 kw at New *95 
Fans Protect Personnel, Mineral Wool 
evens E Dee *87 
Sansenah, The Nail — An Indispensa- 
“Ty PE July *74 
Feedwater, De-Oiling Cc ‘ondensate for 

Boiler Apr *§2 

Feedwater ‘Treatment Injection, Boiler 
> nah adie PE Apr *92 
Feit Scrap Generates Nearly ( ‘ost-Free 

Steam, Was’ . Feb 
Fifteen Roads, ‘Tt All Happened in x 
Figuring, Basic Power Plant...... ' J 

PE } 

PE 

PE 

PE 

.PE 

PE Dec *93 
Files, Second Handle for........ PE June *96 
Film Sy Commutation, Effects of Sur- 

fac PE June *87 
Final ‘tous of the Investigation and 

De ee of Facsimile Recording 

es BR Aug 119 
Fire | Fiazard, The Engineer and...PE July 83 
Fire Danger? fi ixing Sawdust 
- With Coal in Bunker Increase...PE May q 93 

jd ber ... Aug 93 
July 85 
Firing of Coal and Gas, He Wants Data 
on Simultaneous. ........ PE Febq 108 
Are Apr 06 
Fireside Deposite, Moist Combustion 
ir LQMBOEB. 6. ccc eeccsccsesces June *73 
Firing of Midwest Coal and Natural 
Gas, Simultaneous . <hnenoniie S Aug *20 
idee sones PE Nov *78 
Fitting a Loose Pulle py . .PE Jan *88 
Fixtures Can Be Served at Floor Level, 

Neg’ator-balanced Lighting. ....P E Oct *87 
Flavor, Honey with a Good Scotch.PE Apr *34 
Flow With $15 Worth of Equipment, 

je Measure Pump........... PE Mar *88 
Fluorescein. . . July 55 
Fluorescent L amp Manufacture, ‘Bery i- 

lium Discontinued in Feb 105 
Fluorescent Lighting on 25-Cycles PE Jan *R2 
Fly Ash Flows weeely in Insulated 

Hoppers j z PE Aug ‘1 
Fly-Ash, Smoke and. Feb *116 
Foreign ‘Power Projects, Technical Aid 

re June *64 
Foundation Low, “Side-Exhaust Tur- 

bine Plus 2-piece Condenser Keep Se pt 63 
Frame, Hacksaw. PE Feb *102 
Fuel Consumption Reduced 16.4 “ %, with 

Double-Screened Coal and Burning 

of Cinders, Raiiroad . Feb 118 
we Cc "99 at Houma 1.61 Mills per 

A ela July *O4 
Fuel ¢ Oil ¢ ‘Somplaints and Troubles . PE Apr 83 
Fuel Oils, Pour Points of....... S Jan *36 
Fuel Oils, Preheating of ara PE Mar M4 
4 uel Oils, Sulphur in... . PE Feb 96 

Fuel 4% for Fairbanks, Morse; New 

Steam Plant Halves Labor, Cuts Oct "74 
Fuel 60,000 kw at New Fairless Steel 

Works, B-F Gas to Oct 95 
Fuels and Combustion Handbook. BR Feb 120 

‘uels, Comparative Tests of Differe ent 
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